Election Type: General Election Election Date: _ 11/08/2022 


Name of Location: WICKENBURG COMMUNITY CENTER #11322 Box_/ of} Arrival Time: 47:25 


Were there ballots to be picked up? PE <If YES, complete lines 1-7 CL] NO <if No, complete lines 1-7 


Spoils picked up? | bres O NONE Completed Forms picked up? Ees 0o NONE 


1) Blue Drop Box Seals #2200 D929 &ZE22 2e DSO <Indicate the seal numbers that were taken off on blue drop box 


2) Blue Drop Box Seals # FBROO Dco &Z52202 MS? <Indicate the seal numbers that were_placed on blue drop box 


3) Red Box Seals #5. 40° ? ISS & Z522°0°9 Ys Ca <Indicate the seal numbers that were_placed on ballot transport box 


4) Ballot Box Sealed/Checked on (Date) ay EA (LD (Time) JO:27 cms and time box was sealed/checked 


5) Location Staff Member (Signature) 


6) Transport Staff Member (Signature) 


7) Transport Staff Member (Signature) 


Date/Time: ||: 7-12 E 48m 


ipt from Transport Staff Member Date of Audit Match 


Ballot Box Seals # l 5 2200 77S g & \ $22007 Er applicable, verify the seal numbers on the box match the above from location 


Blue Drop Box Seals #1522 0017 2 l & \ £22007730 <Indicate the seal numbers that were broken from blue drop box 
Count of Ballots in Transport Bin # 33 i: Is W Ti 


Audit Agent (signature) = MS Date/Time: | a ioe PPn 


to affirm seal #'s*match or that no ballots were to be picked up Date of Audit Match 


EARLY VOTING BALLOT TRANSPORT STATEMENT REV 09-09-2022 | 


